ST  LUKE  UNITED  METHODIST  CHURCH 

Church  Square  —  1 1 04  Second  Avenue 
Columbus,  Georgia 
Established  in  1 828 
The  present  structure  is  the  sixth  on  th 
replacing  one  destroyed   by  fire  in  194: 
dedicated   May   16.   1948.  Turner  Chapel 
ditional  classrooms  were  completed  in  1 963. 

"    We  are  delighted  that 
visited  our  congregation  last 
Sunday. 
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St.  Luke  is  a  warmhearted  J 
church  and  we  hope  you  enjoyed | 
worshiping  with  us  as  much  as  | 
we  enjoyed  having  you.  Please^ 
come  again  soon.  I 


Jason  Shirah 
Pastor 


POSTCARD 


Mr.  &  Mrs.  A.  W.  Paugh 

Hardens  Parkway 

Ocean  City,  New  Jersey  08226 


